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REPORT TO STANDARDS COMMITTEE 
From the Standards Project Liaison Subcommittee 
Meeting of January 11, 2002 
Atlantic City, New Jersey 

CONSENT ITEMS FOR STANDARS COMMITTEE APPROVAL: 


None. 

RECOMMENDATIONS FOR STANDARDS APPROVAL 

1. SPLS recommends to the Standards Committee that Louis Molinini be approved as a PCVM of GPC 18, Design Guidance 
for Energy Efficient Buildings, representing the designer interest category. (Vote: 9-0-0, CNV) 

2. SPLS recommends to the Standards Committee that the following revisions to the membership roster of SSPC 15, Safety 
Code for Mechanical Refrigeration, be approved: 

• Prematurely end the term of Dennis Dorman, as PCVM representing the producer interest category, by 2 years. (Term 
ending January 12, 2002) 

• Prematurely end the term, of James Calm, PCVM representing the user interest category, by 2 years. 

(Term ending January 12,2002) 

• Approve Dennis Dorman as a NVM representing the producer interest category. (Term ending June 30, 2003) 

• Approved James Calm as a NVM representing the user interest category. (Term ending June 30, 2003) 

• Change George Briley from a NVM representing the general interest category to NVM representing the user interest 
category. 

• Approve Douglas Reindl as a NVM representing the general interest category. (Term ending June 30, 2005) 

• Approved Martin Timm as a NVM representmg the owneTa''operator interest category. (Term ending June 30, 2005) 

• Approve Eugene Troy as a NVM representing the user interest category. (Term ending June 30, 2005) 

(Vote: 8-0-1, CNV") 

3. SPLS recommends to the Standards Committee that the following revisions to the membership roster of SPC 32.1, Methods 
for Testing for Rating Battled and Canned Beverage Vending Machines and SPC 32.2, Methods for Testing for Rating Pre- 
Mix and Post-Mix Soft Drink Vending and Dispensing, be approved: 

• Approve John Beldock as a PCVM representing the producer interest category 

• Approve Noah Horowitz as a PCVM representing the general interest category 
■ Approve Kazuo Murata as a PCVM representing the producer interest category 

• Approve Anthony Spata as a PCVM representmg the user interest category 

• Approve Jan Storment as a PCVM representing the producer interest category 

• Approve Peter Biermayer as a PCVM representing the general interest category 
(Vote: 7-0-3, CV) 

4. SPLS recommends to the Standards Committee that Eugene Troy be approved as a PCVM representing the general interest 
category of SSPC 34, Designation and Safety Classification of Refrigerants. (Vote: 9-0-0, CNV) 
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5. SPLS recommends to the Standards Committee that the following revisions to the membership roster of SPC 35, Method of 

Testing Desiccants For Refrigerant Drying, be approved; 

• Approve Fred Policy Jr. as a PCVM representing the producer interest category 

• Approve Bob Wood as a PCVM representing the producer interest category 

(Vote: 9-0-0, CNV) 

6. SPLS recommends to the Standards Committee that the following revisions to the membership roster of SSPC 90.1, Energy 

Standardfor Buildings Except Low-Rise Residential Buildings, be approved: 

• Approve the American Society for Healthcare Engineering (ASHE) of the American Hospital Association as an 
Organizational Member, with the primary representative being Douglas Erickson in the user interest category and 
member of the Format and Compliance Subcomnaittee. (Term ending June 30,2005) 

• Approve the American Society for Healthcare Engineering (ASHE) of the American Hospital Association as an 
Organizational Member, with the alternate representative being Dale Woodin in the user interest category and member of 
the Format and Compliance Subcommittee • (Terra ending June 30,2005) 

• Approve the National Fire Protection Association (NFPA) as an Organizational Member, with the primary representative 
being Allan Fra&er in the compliance interest category and member of the Format and Compliance Subcommittee. (Term 
ending June 30, 2005) 

• Approve Louis Molinini as a PCVM representing the designer interest category. (Term ending June 30, 2005) 

(Vote; 9-0-0, CNV) 

7. SPLS recommends to the Standards Committee that the following revisions to the membership roster of SSPC 90.2, Energy 

Efficient Design of New Low-Rise Residential Buildings, be approved: 

• Approve the National Fire Protection Association (NFPA) as an Organizational Member, with the primary representative 
being Allan Fraser in the compliance interest categorj' 

• Approve Martha VanGeem as a PCVM representing the general interest category 

• Approve Merle McBride as a PCVM representing the industry interest category (Vote: 9-0-0, CNV) 

8. SPLS recommends to the Standards Committee that Joseph Lstiburek be approved as chairman of SPC 119, Air Leakage 

Performance for Detached Single-Family Residential Buildings. (Passed. Voted in Executive Session', vote not recorded.) 

INFORMATION ITEMS 

1. SPLS approved the 1“ Public Review of BSR/ASHRAE Addenda a and b to ANSI/ASHRAE Standard 135-2CI01, BACnet-A 
Data Communication Protocol for Building Automation and Control Networks. 
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